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GENERAL NOTICE NUMBER 125 
12 June 1972 


Effective 1 July 1972, Dr. Sayre Stevens is designated 
Director, Office of Research and Development vice 
Mr. Robert Chapman, retiring effective 30 June 1972. 
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Deputy Director, Office of Research and Development. 
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